Date: Wednesday, 19/12/2007 3:38:06 PM © 
User: Linda Lacelle 
Process Sheet 


Customer : CU-DAROO1 Dart Helicopters Services Drawing Name 
Job Number ^^  : 36455 
Estimate Number · 12538 
Р.О. Number : М Part Number : D35461 
| This Issue : 19/2/2007 S.O. No. : NIA Drawing Number ^ : D3546 REV A 


Prsht Rev. 97, Project Number : N/A 


First Issue : Туре : SMALL /MED FAB Drawing Revision : А 
Previous Run : 35150 Material ӘЙ 


Written By ; Due Date : 26/12/2007 Qty: 20 Um: Each 
Checked & Approved By : 
Comment : Est Веу:А New Issue 06-09-27 JLM 


Additional Product 


mE | | [| | | [|| 
Seq. #: Machine Or Operation: Description : 
10 M304818GA 304/316 .050 Sheet 


Comment: Qiy.: 0.2205 sf(s)/Unit Total: 4.4100 sf(s) 
304 SS SHEET 18GA 
Batch: LOO Q* S o1—t5-X 
WATER JET 


ШШ | Шу 


Comment: FL OW WATER JET 
1-Cut as per AG D3546 
Dwg Rev: % опт ч 


Prog Rev: 


2-Deburr if necessary 501-1354 
INSPECT PARTS AS THEY COME OFF MACHINE 


MM ^ maius TUTTI 


Comment: INSPECT PARTS AS THEY COME OFF MACHINE 


8 SECOND CHECK 


Comment: SECOND CHECK 
BRAKE NC NC BRAKE 


Comment: NC BRAKE I 
Form as per Dwg D3546 


Page 1 Form: rprocess 


Dart roin Ltd 


WORK ORDER CHANGES 


DATE | STEP PROCEDURE CHANGE 


Part No: PAR s: Fault Category: NCR: Yes ©) ООА: D Date: са LICG 


QA: N/C Closed: Date: 


STEP Description of NC Corrective Action Section B - Verification 
Section A Action Description Sign & Section С 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries - 


Approval | Approval 
Qty Chief Eng / ОС! а 
Prod Mgr nspector 


H:MFORMS Quality Assurance\approved QANCRWO RevD 


pn NEN H ИНН 


Dale: 
User: 


І Wednesday, 19/12/2007 3:38:06 PM 
Linda Lacelle 


* 


Process Sheet 


Customer: CU-DAROO1 Dart Helicopters Services Drawing Name: CLIP 


Job N 


umber: 36455 Part Number: D35461 


ШШ 


Seq. #: 


Machine Or Operation: Description : 


5 INSPECT WORK TO CURRENT STEP 


Comment: INSPECT WORK TO CURRENT STEP 
POWDER COATING POWDER COATING 


M  — vos ИИИ 


Comment: POWDER COATING 
Powder Coat White Gloss (Ref: 4.3.5.1) as per QSI 005 4.3 
INSPECT POWDER COAT/CHEMICAL CONVERSION 


-— [ШШ z MN 


Comment: INSPECT POWDER COAT/CHEMICAL CONVERSION 
PACKAGING 1 PACKAGING RESOURCE 


MILII 


Comment: PACKAGING RESOURCE #1 
Identify and Stock 


Location: 27/68 


QC21 FINAL INSPECTION/W/O RELEÁSE 


MM | MH — Е 


Comment: FINAL INSPECTION/W/O RELEASE 


MEE ШШШ | 
Eom Com / f / es 


Form: rprocess 


Dart Aerospace Ltd 


WORK ORDER CHANGES 


Approval 
DATE |STEP PROCEDURE CHANGE By Qty | chiereng; | APProval 
Prod Mar QC Inspector 


Part No: PAR #: Fault Category: NCR: Yes No ООА: Date: 
QA: N/C Closed: Date: 
WORK ORDER NON-CONFORMANCE (NCR) 


P i Corrective Action Section B : . 
Description of NC — - —— - Verification | Approval | Approval 
DATE |STEP| Section A Initial Action Description Sign& | Section C QC Inspector 
Chief Eng Chief Eng Date 


NOTE: Date & initial all entries 


H:MFORMS'Quality Аѕѕигапсе\арргоуеа QAANCRWO RevD 


DEION DRAWN BY DART AEROSPACE LTD 
E LE HAWKESBURY, ONTARIO, CANADA 
CHECKED | APPROVED | DRAWING NO. REV. A 
7 D3546 SHEET 1 OF 1 


DATE TITLE SCALE |: 


06.09.15 CLIP 11 


DATE DESCRIPTION 
06.09.15| NEW ISSUE 


D3546-1 CLIP 


BEND 180* OUT OF PAGE 
ON 0.063 RAD 


D3546-1F FLAT PATTERN 


NOTES: 

1) MATERIAL: 304/316 STAINLESS STEEL 0.050 THICK (REF. DART SPEC. M304818GA) 
2) FINISH: NONE 

3) TOLERANCES ARE PER DART QSI 018 UNLESS OTHERWISE NOTED 

4) ALL DIMENSIONS ARE IN INCHES UNLESS OTHERWISE NOTED 

5) BREAK ALL SHARP EDGES TO 0.010 MAX 


COPYRIGHT € 2006 BY DART AEROSPACE LTD 


THIS DOCUMENT IS PRIVATE AND CONFIDENTIAL AND IS SUPPLIED ON THE EXPRESS CONDITION THAT IT 15 NOT TO BE USED FOR ANY PURPOSE OR COPIED 
OR COMMUNICATED TO ANY OTHER PERSON WITHOUT WRITTEN PERMISSION FROM DART AEROSPACE LTD. 


П AEROSPACE LTD Work Order: | 


зн TO3CuE 
Тавре Бөө: рв раветон — 
FiRST ARTICLE INSPECTION CHECKLIST | 
[crc 
E j First Article Г] Prototype 


"e | 
Drewing Actual f 
| Tolerance | Ассерї | еше] of 
Dimension Dimension | nspection | 


Comments 


| | | 
Audited by: Prototype Approval: ‚^^ 


Date: 


| Measured by: | \R | 
E | 


™ 


HASORMS Qualy Assurance\approved QA\FAI revD 
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